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Mq non-compliant iterrts ideniHied during this inspection. 

The inspection and exit intervievx were corxJucted by Dr. Amanda Owens (VMO), Dr. Jami Niemann (SACS), Dr. 
Carglyr MgKinnie (SAC-S), and fhe liger handlirrg personnel arnj carei^kers. 

This was -0 traverng inspection condiKted at Jamestown Mall in Florissant^ MO. 


AMANDA OWENS, D.V.M. 


By; 

AM AN DA J OWENS, D. V. M, USDA, APH IS, Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector 6033 
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